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YOST MANUFACTURING CO. 


CAMBRIDGE SPRINGS, PA., U.S. A. 


CATALOG No. W1 ESTABLISHED 1908 








YOST MACHINISTS’ VISE 
Solid Jaw Stationary Base Vise 


Clover Leaf Base 





Four Base Bolts 


Furnished with full 
steel jaw facings. 
Guaranteed 
throughout. All 
series shown below 
have 4 bolt holes 
in new type base, 
making it conven- 
ient for placing di- 
rectly over bench 
leg thus making 
vise more rigid. 





YOST ‘‘SPECIAL’’ MACHINISTS’ VISE 
Adjustable Jaw Swivel Base Vise 





Furnished with full 
steel jaw facings. 

uaranteed 
throughout. Your 
attention is called 
to the swivel base 
on our ‘Special’ 
which we recom- 
mend most highly 
to all classes of 
trade requiring a 





good substantial 
vise with a swivel 


base design that will hold work securely in any position of 


Vise Jaw Jaws Approx. a circle parallel with bench. A swivel base that positively 
No. Width Open Wt. will not slip nor show lost motion after continued use of 
the most severe and heaviest kind. 
103 Si 4” 25 
10314 31f" 5% 30 
” ” 4 

ae : : = Vise Jaw Jaws Approx. 
10414 aly” 1 bd 60 No Width Open Wt. 
105 5 8 75 43\,p 3A" 3” 45 
106 6 10” 135 44 4 6” 60 
108 8" 12’ 270 78 6 10’ 165 





YOST COMBINATION PIPE V1SE 


Swivel Base Vise 


YOST MACHINISTS’ VISE 
Solid Jaw Swivel Base Vise 


Guaranteed Throughout 


Furnished with full 
tool steel juw fac- 
ings. Guaranteed 


throughout. _‘— Five- 
inch size base plates 
and up have 4 bolt 
holes, which en- 
ables the larger size 
vises to be fastened 
to the bench more 


A newly designed 
strong rugged com- 
bination vise which 
may be used as a 
Machinist's Vise or 
for holding pipe or 
rods. The long pipe ab 


jaws milled from 





alloy steel bars are 
set back from main 
jaws one-eighth of 
an inch, conse- 
quenily do not interfere with its use as a Machinist's Vise. 
They are designed to grip pipe securely without any tend- 
ency to mar, crush or bend it. A truly new, rigid durable 


securely, thus in- 
creasing their ri- 
gidity. Two lock polts and nuts furnished on five inch 
(swivel base vises) and up. 








ue Wo pees Sper vise designed for the severest service. 

203 3° 4” 30 

203%/2 S72" ti 3 Vise Jaw Pipe Approx. 
204 4” 6” 5] No. Width Capacity Wi. 
2041/ 41/,"" 1” 67 31C 31" VYa-2Y/, 53 
205 5” 8” 89 320 41." VYa-3Y 74 
206 6” 10” 150 33C ay’ lp-4l/ 116 
208 8" 12” 290 34C 6” 14-6 175 
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YOST SHEET METAL WORKERS’ VISE 
Solid Jaw Swivel Base Vise 
Guaranteed Throughout 


This vise is similar 
in construction to 
the Stationary of 
this type, but with 
swivel base added, 
which allows vise 
to be turned to any 
position and secure- 
ly locked by side 
lever. The large 
bearing surface of 
the jaws gives the 
vise a firm hold 
without marring the material it is holding. The jaws are 
well reinforced with smooth crucible steel facings. This 
vise is scientifically designed to give the best results 
possible. 





Vise Jaw Jaws Approx. 
No. Width Open Wt. 
503 4" 9” 54 





YOST VISE CAPS 
Guaranteed Throughout 


These caps are used 
to fit on the jaws to 
protect work from 
being marred. They 
are made so that 
they will fit on 
securely and can be 
taken off quickly. 
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YOST SELF LOCKING HINGE PIPE VISE 
Guaranteed Throughout 


_ 


— a 
“= The material in this vise is well 


worthy of consideration. Frame, 
hook, screw head and base are 
made of high grade malleable 
iron. Steel screw, handle and 
handle balls. Drop forged pipe 
jaws made from high carbon 
steel, hardened, drawn in oil 
and polished. Equipped with a 
practical pipe bender. Careful 
inspection of all parts. 






Pipe Approx. 
No. Capacity Wt 
51 lQ-2l\h 13 
52 Ye-3Yy 181, 
53 lpQ-414 29 
64 lQ-6 49 
65 1-8 81 





YOST IMPROVED QUICK-ACTING VISE 


The secret of the success of this 
vise has been Simplicity—a few 
parts, made of the best material, 
constructed in such a manner as 
to avoid any unusual strain or 
wear on any part. 


The continuous screw movement, 
combining in itself a quick-acting 
feature, has always met with instant approv- 
al. By a slight lifting of the screw head 
the screw becomes disengaged from the 
nut and thereby gives to the operator the 
Free and Instant advantage of adjusting 
the front jaw to the work, and by a slight 
turn of the handle secures a firm grip 


We employ no cams, racks, toggles or springs in the con- 
struction of this vise, which from careful investigation have 
been found to be a source of annoyance to the user, more 
especially in Manual Training Schools. 


Vise Jaw Jaw 
No. Width Depth 
405 de 4" 
400 10" 4" 











YOST DRILL PRESS VISE 
Guaranteed Throughout 





This vise, one of our latest additions, has been built for the 
sole purpose to supply the constant demand for a vise 
which would eliminate the use of SPECIAL and COSTLY 
jig fixtures necessary in the performance of so many drill 
press operations. 


This vise while heavily constructed is very compact; the 
material is of the best and so distributed to properly with- 
stand the hard usage to which a vise of this character is 
subject. 


Vise Jaw Approx. 
No. Width Wt. 
1D 31h" 12\4 
2D Si 23 


YOST TOOLMAKERS’ VISE 
Universal Double Swivel Vise 
Guaranteed Throughout 


(Patented) 


This vise can be ad- 
justed to any posi- 
tion without remov- 
ing work from the 
jaws, and maintains 
“YOST” reputation 
for quality, endur- 
ance and conven- 





ience. 
Vise Jaw Jaws Approx. 
No Width Open Wt. 
F 4" 6” 64 
G 44" le 94 
H Se 8” 120 








YOST IMPROVED 
UNIVERSAL PATTERNMAKERS' VISE 


This illustration will 
at least serve to sug- 
gest one of the 
prime factors in the 
sum total of useful- 
ness that has won 
for this vise such an 
assured place in 
the estimation of all 
mechanics who 
have given it a trial. 
As clearly shown 
by this cut, there is 
no position demand- 
ed by often difficult 
and awkward work 
to which this tool cannot be adjusted. In such “trying 
positions” it never fails to “give a good account of itself.”’ 


Vise Jaw laws 
No. Width Open 
l 8x16 14” 





YOST IMPROVED 
SUPERIOR GAS SOLDERING FURNACE 


For Natural or Manufactured Gas 
With Adjustable Air Mixers 
Guaranteed Throughout 


In ordering, state 
whether furnaces 
are to be operated 
with natural or 
SS manufactured gas. 
Unless otherwise 


: , ~*~ 
3g Ler ee oteg @ Te, 
Fit PAD stated, will ship 
/ furnaces equipped 
for manufactured 
; gas. 
Should you desire to use gases other than natural or 
manufactured, same can be furnished at no extra cost. 


Wea 
No. | Single Burner with Cast-Iron Top......... 74 
No. 2 Double Burner with Cast-Iron Top........ 10 
No. 3 Single Burner with Fire Brick............. 8 
No. 4 Double Burner with Fire Brick............ ll 





ALL-PURPOSE VISE 





MINIMUM PRESSURE REQUIRED 
IN V-SLOTTED BACK JAW 


RENEWABLE LONG 
PIPE JAWS WILL NOT 
DISTORT SHAPE OF 





STRENGTH 


TUBING 

TOOL STEEL INSERTS BUTT 
WELDED ON JAW FACES =a 

> ANVIL FOR 

as HAMMERING 

LOW JAWS FOR is 

Mg ss 

+ 

aa 


& SQUARE-CUT POSITIVE GEAR LOCK 


SCREW THREAD 





HEAVY SEMI-STEEL EXTRA-HEAVY OVER- 
CASTINGS FOR RIGIDITY SIZE 360° SWIVEL BASE 


The only quality vise designed to meet the present day requirements of Automotive Mechanics, 
Repair and Maintenance Men. 


Long tool steel renewable pipe jaws hardened and drawn in oil will hold pipe from 4" to 214" 
in diameter without crushing. 


V-Slotted Back Jaws holds small rounds rigidly for threading or tapping with minimum pressure 
® without slippage or mutilation. 


Regardless of how many vises you have you still need a “YOST” All Purpose Vise. 


Guaranteed Unconditionally 


Vise Width Jaws Net 
No. Jaws Open Height Weight 
41-C 414" 6a 10" 72 lbs. 





YOST SHOP KRAFT VISE 


The only Three Purpose Utility 
Vise holds metal, pipe and wood. 
Patented aluminum jaws fit into 
vise making it a perfect wocd 
working tool. Extra long bar 
G “ig Ae and screw allows vise to open 5 
05 Ta } \. inches to hold large pieces of 
MEADVILLE wood. Full corrugated jaws with 
poh ae welded steel insert for best hold- 
ing of metal. Cast in pipe jaws 
will hold 14 to 1” pipe. Truly 
the finest utility vise. 





Jaw width 4”. Full 20 pounds weight. 


YOST MANUFACTURING COMPANY 
CAMBRIDGE SPRINGS, PA., U.S. A. 





PRINTED IN U.S A. 


REPAIR PARTS FOR 
YOST VISES 






Front or Shding Jaw bli ia 


font Side Lock Nut i 
and Handle 
Swivel Base Bolt Taper Jaw Pin 


i im B Body, Stationary Base Body: bwitel Base 
Nut 


Side Lock Bolt 


Body, Stationary Base Body, Swivel Base 


Swivel Back Juw 


Swivel Base Plate 





Swivel Base Clamp Base Screw 
Combination Body and Handle 
etn 
Screw and Handle { } 
Collar and Hook 


Front Pipe Jaw Back Pipe Jaws am 
VEE \EaSE hee nee FO) 


Screw 


ae (aa 


Eel Jaw Clamps 
Fa - Two Pieces 
Wall ieee er ex 
Upper Pipe Jaw 

Base 


One Piece 


Lower Pipe Jaw 


O & Two Pieces 


1O 
ane Ua 


Sleeve or Hood for Double Swivel Vise Back Jaw for Double Swivel Vise 


Set Screw 








O 


Swivel Base Plate 
for Double Swivel Vise 


Lever 
for Double Swivel Vise 


Front Jaw 


Ole 


Base 
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